Approved For Release 2003/08/1 CF a 


nl eon 00110027-6 
p 4 P a ss 4 


3. MAY 1956 ve 


fx 
MEMORANDUM FOR: Ares Security Offtoer, Office of Personnel y my 
| SUBINCT: Juatifiestion for Continued Use of Sterile 


Televhones 


i. In ascordanve with your request, submitted belew is 
our justification for the continued use of two sterile tele- 
phones presently charge? to thie Division. 


2. The sterile phone in Room 141, Curte Hall, used by 
our Insuran¢e Branch, is necessary due to the constent need 

| for clains personnel to contact hospitals in the area as well 

| as to pernit there Agency exployees who are ao authorized, 

| from a security standpoint, to contact the Branch in connection 
with clains fer hospitalization. The we of this phone is re- 
stricted to matters pertaining to GHHA, Wentification canis, 
furnished certain authorized exployeer for use in connection 
with herpitalization, bear the nusber of this phone, 


3. The sterile phone loeated in Room 1408, Curie Hall, is 
used by the Casualty Affairs Branch. The need for this phone 

| in CAB, felt for a long time, waa crystallised several zonths 
ago. Deputy Director of Security recomended its instal~ 
lation at that time, 4s part of their responsibility in the 

| general control of casvalty cases, CAB met frequently deal 
with next-of-kin, other Foderal Agencies, and private individy- 
als. After thease contacts have been made, the nusber of the 
phone is given in the event that a call to CAB ia considered 
necessary, es is often the case. Consequentiy, the continued 
use by CAS of their sterile phone is considered essential to 

| their action in cases presently being hantled and future cases 
that will arise, 


fod 26x1 
Chief, Benefite and Casualty Division 
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